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Tobacco industry promotion of cigarettes and adoles- 
cent smoking [Pierce] 511 

Tobacco use among high school students—United 
States, 1997, from CDC, 1250 

Toy-related injuries among children and teenagers— 
United States, 1996, from CDC, 265 

Trends in HIV incidence among young adults in the 
United States [Rosenberg] 1894 
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Incidence of adverse drug reactions in hospitalized pa- 
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zines: an evaluation of brand-specific advertising in 
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Promotional practices of pharmacy benefits manage- 
ment companies, from FDA [Nightingale] 645 

Psychiatrists, journalists hold their first meeting of 
minds [Skolnick] 1337 
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Effects ofage and ethnicity on the link between APOE 
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Guidelines for treating dementia-associated agitation 
[Goldsmith] 1770 

Agriculture 

Fatalities associated with large round hay bales—Min- 
nesota, 1994-1996, from CDC, 647 

AIDS Dementia Complex 

Protease inhibitors may reverse AIDS dementia 
(Skolnick] 419 

AIDS-Related Opportunistic Infections 

AIDS drug regimens that are worth their costs [Rose] 
160 


Cost-effectiveness of preventing AIDS-related oppor- 
tunistic infections | Freedberg] 130 

Impact of opportunistic disease on survival in patients 
with HIV infection (abstract, AIDS) [with commen- 
tary: Powderly] 1500 
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AIDS Serodiagnosis 
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Survey finds in-flight medical emergencies rare 
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Two more US airlines to add defibrillators [Skolnick]} 

737 


Airway Obstruction 

Oxidants impair lung function, 
[Voelker] 262 

Alaska 

HIV/AIDS among American Indians and Alaskan 
natives—United States, 1981-1997, from CDC, 
1060 

Impact of banning alcohol on outpatient visits in Bar- 
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Albright, Ivan Le Lorraine (1897-1983) 
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Albumins 

Association of fibrinogen, C-reactive protein, albumin, 
or leukocyte count with coronary heart disease: 
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Alcohol and breast cancer in women: a pooled analysis 
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other drug problems: relapse prevention in primary 
care [Friedmann] 1227 
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